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SANDS 

MOTOR HOTEL 

5125 Sapulpa Rd. ( 
Tulsa, Okla. 

On Highways 
66 - 75 - 33 West, 

Mile from Turnpike Gate 



Operated by 

The United States Hotel Corporation 


Restaurant, Room Service and Swimming Pool 
Room Climate Control always at your fingertips — Free 
TV — Radio — Continuous Music at all times — 
Children’s Playground — Wall to Wail Carpeting — Tub 
and Shower Combinations. 


For Reservations Phone HI 6-6657 
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